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SUBJ: SUGGESTED MEETING ON ENERGY POLICY DURING AUG 8-12, 1977 
OF DR AKBAR ETEMAD WITH JAMES SCHLESINGER 

1. DR AKBAR ETEMAD, PRES, ATOMIC ENERGY ORGANIZATION OF IRAN, 

TOLD ME IN DISCUSSION JULY 11, THAT HE VERY MUCH HOPES TO MEET WITH 
YOU WHEN HE IS IN WASHINGTON THIS AUG 8-12 EOR US-IRAN JOINT 
ENERGY COMMITTEE MEETINGS. 

2. 1 RECOMMEND, IF YOUR SCHEDULE PERMITS, THAT YOU MEET WITH ETEMAD 
TO DISCUSS US-IRAN ACCORD AND COOPERATION IN NUCLEAR POWER FIELD, 
AS WELL AS INTERNATIONAL ASPECTS SUCH AS IAEA SAFEGUARDS. 
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